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Horizontal pressure (or resistance to advance) on 30 x 4.8 inch plane at soaring speeds
obtained with the Component Pressure Recorder. Abscissae: = Angles of inclination (a) of plane to horizon. Ordinates: = Horizontal pressure (E) in grammes. O Represents, points observed. X. Represents points given by equation, R = weight X tangent a.